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BOB-LO ISLAND PARK 
AMHERSTBURG, ONTARIO, CANADA 
(18 miles west of Detroit, Mich. 
and Windsor, Canada) 
S. S. Ste. Claire (a Browning Line) at Bob-Lo Dock— 
and one of two scenic railway trains making a 
two mile trip around the island. 
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